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August 23, 1960 


Mr. Allen W. Dulles 
Director of Central Intelligence 
Executive Office Bldg 
Washington, D. C. 

Dear Mr. Dulles: 

During the Convention of the American Bar Association, 
if you should use the services of a Public Stenographer, 
I am located on the Fourth Floor, Statler Hotel, and 
would be happy to assist you. 

I am also equipped for tape recording, mimeographing, 
multilithing, Thermo-fax, and Notary services. 


Sincerely, 



H , L t o m wyh f°r \mm o wp s u * , 
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Margaret T. Whiston 

PUBLIC STENOGRAPHER 
NOTARY PUBLIC 


OFFICE, EXECUTIVE 3-1000 

RESi EMERSON 3-8473 


8TATLER HOTEL 
WASHINGTON. D. C. 
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